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ABSTRACT 


A Description of the Physical Oceanographic Features of 
the Eastern Gulf of Mexico, August 1968. (August 1969) 
Mueciaomedimochmeider. Ba o., Us os. Merchant Marine Academy 


Directed by: Dr. Luis R. A. Capurro 


A three week cruise in the Gulf of Mexico in the late summer of 
1968 provides the basis for a report on water masses, circulation, 
geostrophic transport, sea surface temperature data, and sound 
velocity conditions found there. The Caribbean water is the source 
of water flowing north through the Yucatan ec and into the Gulf. 
Two ange T-S relationships are found in the eastern Gulf for 
the upper layers above 17°C. Water characterized by the T-S curve 
similar to that of the Caribbean water is termed right-hand water 
and the water identified by the other T-S curve is called left-hand 
water. These names are consistent with the location of these waters 
in respect to the side of the current on which they are found. 
Water flowing north through Yucatan Strait becomes a loop circula- 
tion pattern that exits through Florida Straits. This current 
Carries 46.7 million Po ee of water into the Gulf and forms a large 
anticyclonic eddy centered near 25.5°N and 87.0°W. The values of 
geostrophic transport computed are among the highest ever reported 


‘here. The sea surface temperature field is found to have sharp 


of 
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gradients near each side of the loop current. A band of surface 
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water about 40 kilometers wide lying at the surface of the loop 
current is 0.3 to 1.1°C colder than the surrounding water. The two 
distinct T-S curves found in the eastern Gulf result in sound 
velocity conditions that are significantly different for the right- 
and left-hand water. The nature of these differences is discussed 
as well as daily and eeaeonal variations in the sound velocity 


profile. 
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CHAPTER I 
INTRODUCTION 
Historical Remarks 


Although several hydrographic surveys were made in the Gulf of 
Mexico in the late 1930s and 1940s, the results did not completely 
-describe the field of motion and its variations (Leipper, 1954). 
Austin (1955) first reported indications of a large scale anti- 
cyclonic eddy at the surface centered at approximately 26°N and 86°W 
in August and September, 1954. He postulated that this was a semi- 
permanent feature that changes in size, shape, and intensity in time 
and space. Insight into some of the physical properties of water in 
the Gulf of Mexico can be gained by studying the water in the 
Caribbean Sea since this is the source of the Yucatan Current water. 
Wust (1964) has presented a detailed descriptive analysis of the 
water in the Caribbean Sea as far north as Yucatan Strait. The 
dynamics of circulation and geostrophic transport computations in 
the Caribbean have been reported by Gordon (1967). Investigations 
by Cochrane (1961, 1963, and 1965) have described the Yucatan 
Current at its source and as it flows through the Veeaeai Strait. 

"Within the Gulf of Mexico, Nowlin and McLellan (1967) have 
reported the circulation patterns in the winter of 1962 which they 


suggest are typical of the winter circulation. They have stated 
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The citations on the following pages follow the style of the 
Journal of Geophysical Research. 





that a loop current in the eastern Gulf of Mexico is the main feature 
of the surface circulation. This loop current enters the Gulf 
through the Yucatan Strait and exits through the Straits of Florida. 
iomenercastern Gulf on Mexico, eight briei cruises were con- 
ducted between May, 1964, and February, 1968, by Leipper to investi- 
gate the circulation by study ing the thermal Peepers The loop 
current was crossed a total of 40 times during these cruises and on 
three other cruises for which data were available. Leipper (1967), 
reporting on this data, described a sequence of current patterns 
with an apparent seasonal variation. He stated that this current 
transported some 25 to 45 million nit Jie of water at speeds up 
to 2.05 m/sec (4 knots). Leipper believed that the shape and size 
of the basin play an important role in the circulation but that 
normally the local winds and weather do not. Birchett (1967) has 
Studied the shallow (above 300 meters) circulation in the Gulf of 
Mexico as indicated during one of the cruises of this series and 
has commented on the use of the salinity/temperature/depth (STD) 
continuous profile recorder in this type of quasi-synoptic oceano- 


graphic surveying. 
Cruise Objectives 


This cruise (68-A-8) was to be the last of the series of 
cruises under the direction of Dr. Leipper to study the circulation 
in the eastern Gulf of Mexico where the loop current had been found. 


i 


These cruises had been scheduled in the early spring and in the late 





summer to survey the conditions during the coldest and warmest times 
of the year. The purpose of the cruise was to delineate the water 
masses present in the eastern Gulf, to define the loop current using 
temperature/depth relationships and dynamic computations, and to 
check eoetne presence of any detached eddy such as had been pound 
in August, 1965, (Leipper, 1967) and in June, 1967, (Nowlin, Hubertz, 
and Reid, 1967). During the period of the cruise, a NASA research 
aircraft was scheduled to fly over the area of the loop current 
(test site 173) using different types of remote sensors. It was 
expected that these data would be used to provide additional informa- 
tion for the analysis of the loop. Therefore, it was necessary for 
the cruise to obtain good sea surface reference data (ground truth) 
with which to calibrate the remote sensed data. 

subsequent to the cruise, additional investigations were 
conducted concerning sound velocity conditions and remote sensing of 
sea surface temperature. Adequate data to support this work had 
been collected on the cruise. Charts showing sea Eye Eee tempera- 
ture field were prepared to provide ground truth data and to be used 
dnethe Sound velocity study. These also provided a basis for 
comparing sea surface temperature data gathered by remote sensing 


techniques with that obtained in the classical manner. 
Cruise Planning 


Cruise 68-A-8 was planned to be a quasi-synoptic survey of the 
/ 
eastern Gulf of Mexico to provide additional information on the 





sequence of currents there and to complete the spring and fall data 
PepOLEono sUreeLelpper. To accomplish Chis objective, hydrographic 
stations were to be taken at 30 nautical mile intervals with bathy- 
thermograms (BTs) to be taken hourly between stations. The hydro- 
graphic station casts were to be taken to 1200 meters or to one 
bottom in shallower water. In addition to the mechanical BTIs, a 
number of expendible BTs (XBTs) were available which provided 
temperature/depth information to 450 meters. The cruise plan was 
flexible enough to permit the investigation of any unusual features 
or of a detached eddy, should one be found. 

Originally, one port stop was scheduled at Progreso, Mexico, 
near the middle of the three week cruise. Three days after leaving 
Galveston, operational considerations required that the ship put in 
to. New Orleans, Louisiana. The result of this change in plan was 
that the remainder of the cruise, which was in the area of primary 
interest, was conducted without interruption, thereby covering the 


area in the shortest possible time. 





CHAPTER IIL 
OBSERVATION 
Field Work 


The survey of the eastern Gulf and fixing the position of the 
Gulf loop current was started at the time of departure from South 
Pass of the Mississippi Delta (approximately 2200 GMT on August 22, 
1968). During the next 10 days and 3 hours, R/V ALAMINOS steamed 
2270 nautical miles, occupied 62 stations, and took 18/7 BTs and XBTs. 
Following station 73 (0126 GMT on September 2, 1968), the ship 
Surveyed a portion of the north central Gulf of Mexico returning to 
Galveston on September 5, 1968. 

In the eastern Gulf, the cruise plan (Figure 1) had been laid 
Gut to Pse thie loop current on a number of legs that were normal 
to the configuration of the loop based on its expected position for 
this time of year. These legs, called transects, were approximately 
60 nautical miles apart. At the eastern end, the transects were 
terminated at the 100 fathom (183 meter) curve as determined by the 
precision depth recorder (PDR). At the western end, the southern 3 
transects continued to the 100 fathom curve off Campeche Bank. A1l1 
the transects except the one in Yucatan Strait were approximately 
220 nautical miles long. One long leg oriented parallel to the axis 
of the expected loop and bisecting it was surveyed to determine the 
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northern extent of the loop and to investigate the possibility of a 
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Figure l 


Cruise track 68-A-8. (After Leipper, 1968e) 
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detached eddy. 

Although no survey of this type is truly synoptic, it is felt 
that the effects of time variation were at a minimum on this cruise. 
The entire eastern Gulf of Mexico in the area of the loop current 
was surveyed in about 10 days. This is an acceptable interval when 
attempting to define a current that may have a seasonal variation. 
The values of the topography of selected isotherms, the subsurface 
salinities, and the dynamic topography were similar when cruise 


legs crossed each other at different times. 
Data Collection and Processing 


A Hytech model 9006 salinity/temperature/depth (STD) con- 
tinuous profile recorder was used as well as classical hydrocasts 
with nancen bottles and paired reversing thermometers at hydro- 
graphic stations. STD data points were extracted from the digital 
records at or near the standard depths and then handled in the same 
manner as the Nansen data. The STD analog record was used only for 
visual identification of the water mass and to see at a glance the 
vertical distribution of temperature and salinity. Station observa- 
tions included 22 Nansen casts and 68 STD casts. At station 56, 
both types of cast were taken. Temperature/salinity curves for all 
stations were drawn as soon as possible after leaving the station. 
This provided an early check of the data, and would have drawn 
pe eeneiion to unusual features that might merit further investigation. 


A BT was taken hourly between stations and of the total of 304, 





there were 90 XBTs. Surface temperature and salinity samples, 

taken by bucket, provided supplemental information for checking 
surface STD measurements and BTs. The mechanical BIs were corrected 
for depth and temperature errors by applying the mean values of the 
depth error and surface temperature error as determined from the 

BT grid reference and the bucket temperature respectively. For the 
XBTs, the surface reference is established when the probe enters the 
water and the electrical circuit that starts the recorder is 
completed. Each XBT was read after the trace was adjusted to the 
zero reading on the graph. 

No correction for surface temperature was made to XBTs for 
two reasons. First, the mean difference between bucket and XBT 
surface temperature is -0.05°C which is almost insignificant 
considering the precision to which both the XBT and bucket thermo- 
meters are read. Second, the XBTs were used only to determine the 
depth of isotherms. If the XBTs had been adjusted to the bucket 
temperatures, the resulting difference in the depth of the 22°C 
isotherm would have been less than 6 meters, and this made no 
difference in the interpretation of the data. 

Continuous temperature and salinity recordings were made by 
direct sampling from a sea water intake at a nominal depth of 3 
meters below the surface. Temperature measurements were made by 
resistance thermometer and salinity was measured by an inductive 
salinometer. A Barnes infrared thermometer (IRT) was mounted on the 


vo 


bow of the ship and positioned to measure the skin temperature of 
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the sea surface about 5 meters forward of the bow wake and slightly 
to one side. 

Salinity determinations of all water samples were carried out 
utilizing a shipboard conductive salinometer (University of 
Washington, #12). Dissolved oxygen concentrations were determined 
for the water samples taken on Nansen casts using the Carpenter 
(1965) method. Percentage of saturation of dissolved oxygen was 
determined from the tables by Green and Carritt (1967). Weather 
observations were made at 6 hour intervals and logged on standard 
U. S. Weather Bureau forms. 

The STD digital recording system failed on stations 13, 36, 
and 65. The data from the analog recorder were not used in place of 
the digital data at these stations because of the poor quality of 
the analog record and because of the desire to maintain a consistent 
procedure in data handling techniques. Therefore, no data are 
presented for these three stations. 

Station data were reduced using the Leipper Version of 
Oceanographic Data Program F. This program has been revised from 
its Sena form to make it compatible with the IBM-360 computer 
at the Data Processing Center, Texas A & M University. This 
program employed a Lagrangian interpolation scheme to compute 
temperature and salinity at standard depths. Values of sigma-T, 
thermosteric anomaly, dynamic height, sound velocity, and geo- 
one transport function were then computed for standard depths. 


(A copy of this program appears in Leipper, 1968c.) 
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CHARTER SET) 
WATER MASSES 
T-S Diagrams 


The strong flow of water northward through Yucatan Strait, 
the semipermanent anticyclonic eddy, and the outflow toward the 
Florida Straits will be referred to here as the Eastern Gulf Loop 
Current or simply as the loop current. Unless it is stated to the 
contrary, temperature is in degrees Centigrade (°C), salinity is in 
parts per thousand (°/oo), depth is in meters (m), velocities are 
in meters per second (m/sec), dissolved oxygen is in milliliters 
per liter (ml/1), thermosteric anomaly is in centiliters per metric 
ton (cl/t) and time is Greenwich Mean Time (GMT). This paper is 
the result of a study of the data from R/V ALAMINOS cruise 68-A-8 
and the findings are only representative of the period August 1/7, 
1968, to Septemver 5, 1968, unless otherwise stated. 

The water flowing into the Gulf through Yucatan Strait comes 
from both the North and South Atlantic Oceans. The water mixes in 
the Caribbean Sea as it flows westward and then northward toward 
the Yucatan Strait. The upper waters in the Caribbean are mainly 
of North Atlantic origin whereas the waters near the depth of the 
salinity minimum (600 to 800 meters) are predominantly of South 
‘Atlantic Cmicine(Sverdrup, et al. , 1942). The temperature/salinity 


Af 
(T-S) curve for the water south of Yucatan Strait indicates the 
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presence of four distinct water masses. Listed in order of 
increasing depth, they are: the Surface Water which occurs down to 
the top of the seasonal thermocline, the Subtropical Underwater 
(SUW), the Subantarctic Intermediate Water (SIW), and the North 
Atlantic Deep Water (NADW). 

Figure 2 shows the Perino ra eines elnatey (T-S) relationship 
observed on cruise 68-A-8. The figure is a composite of T-S data 
points from 27 selected stations in the eastern Gulf of Mexico. 
Peattlous 25, 260, 49, 50, 55, 56, 57, 66, 67; 68, 69, and 70 are 
shown by open circles and stations 14, 17, 24, 29, 30, 34, 37, 38, 
40, 52, 53, 54, 59, 64, and 71 by the solid circles. The uniformity 
of the curve below 17°C indicates that the Gulf of Mexico waters 
comprise essentially one system (Nowlin and McLellan, 1967). 
Similar T-S curves have been previously reported by a number of 
investigators including Leipper (1967) and Birchett (1967). The 
minimum salinity, 34.85°/o0, which appears in the eastern Gulf at a 
temperature of aoe oats col) 6.3°C, is a remnant of the Sub- 
antarctic Intermediate Water. This part of the T-S curve is also 
similar to the one found in the Caribbean by Wust (1964: figure 3). 
This is consistent with the flow of Caribbean water into the Gulf 
through the Yucatan Strait. 

Above 17°C, two separate T-S relationships are found. The 
(T-S curve in Figure 2 having a salinity maximum of 36.73°/00 near 
a temperature of 22.5°C is very similar to the T-S curve found by 


Wust (1964: figure 3) for Caribbean waters. This salinity maximum 
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Figure 2 


Temperature versus salinity for stations in the eastern Gulf of 


Mexico, cruise 68-A-8. 
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is found at about 200 meters and represents the core of the Sub- 
tropical Underwater in the Gulf of Mexico. The water characterized 
by this T-S curve (open circles in Figure 2) is found to the right 
of the loop current when looking downstream and will be called 
right-hand water following the terminology of Leipper (1967). 

ihe other —s> relationship has a salinity maximum at lower 
salinities and temperatures. A maximum salinity of 36.58°/00 was 
found near a depth of 100 meters. This T-S curve (solid circles in 
Figure 2) is characteristic of the water found to the left of the 
loop current and, accordingly, will be called left-hand water. 
Cochrane (1965) suggests that this part of the Yucatan Current flows 
inside Cozumel Island and Arrowsmith Bank which leads to the 
possibility of vigorous vertical mixing in this part of the passage. 
aeres)iteature may explain the difference in T-S curves in the right— 
and left-hand waters in the eastern Gulf of Mexico. 

Although the shape of the T-S ater is quite similar below 
17°C, the depth of water represented by a point on this portion of 
the curve is about 250 meters less in the left-hand water than in 
the right-hand water. This can be seen when plotting the T-S curves 
from summary sheet data. The depth represented by a point on the 
curve is indicated for both the right- and left-hand water in 
Figure 2. The depths for right-hand water are those at station 26 
and appear below the T-S curve while the depths for the left-hand 
oer are those of station 71 and appear above it. This is an indi- 


/ 
cation of the adjustment of the field of mass to the existing flow. 
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In the right-hand water, the bottom of the seasonal thermo- 
cline is marked by a sharp inflection near 40 meters. This sharp 
inflection is found at a shallower depth in the left-hand water or 
may be missing completely. At this time of year (August and 
September) the mixed layer depths are generally the shallowest of 
the year. During the winter, they may extend down to 150 meters in 
the right-hand water. 

For this cruise, the stations were initially classified as 
right- or left-hand water by inspecting their T-S curves. It ‘fae 
found that the portion of the curve between 150 and 250 meters would 
provide a reliable ‘yardstick’ for this classification. In this 
region of the water column, the shape and slope of the curves are 
different as well as the ranges of temperature and salinity. This 
classification scheme in the water above 250 meters makes it 
possible to derive a temperature/depth relationship that could be 
used to classify water from the BT data alone. Points on the lower 
portion of the fecennce are found at depths 250 meters less in 
the left-hand water and this fact was used to verify the station 
mIbeewetcacion in the deeper part of the water column. 

The stations were classed as being right-hand, left-hand, 
mixed (between the values of the right- and left-hand water), and 
coastal. Coastal weer did not refer to special T-S relationships 
but included the stations influenced by fresh water runoff or by 
the shallow depths of Ae continental shelf where the T-S curve 

,; / 


differed significantly from that normally found in the right- and 


see 


left-hand water. Water classed as coastal water was found in the 
shallow waters around the edge of the Gulf and in the area effected 
by the Mississippi River outflow. Figure 3 shows the distribution 
of the water classed in this manner. The designation of left-hand 
water in the western Gulf is based solely on the classification of 
the T-S curve and no Beeanet is made to infer any circulation 


pattern in this area. 
Dissolved Oxygen 


The vertical distribution of dissolved oxygen, Figures 4 and 5, 
show marked differences for the right- and left-hand water. Similar 
profiles have been observed by Nowlin and McLellan (1967: figure 6) 
and reported by Van Schuyler and Hunger (1967: figure 13) although 
each paper refers to the right- and left-hand water by a different 
mame. The vertical distribution of dissolved oxygen below the top 
of the thermocline shows little variation with time based on these 
data. 

In iueuae., 1663, concentrations of dissolved oxygen in the 
surface water were always at or near saturation for the particular 
temperature and salinity. In the right-hand mete. a dissolved 
oxygen maximum (4.9 to 5.1 ml/1) is found near the top of the 
thermocline at about 75 Teeees where the concentrations are super- 
Saturated. The dissolved oxygen minimum of 2.9 ml/1 (44 percent of 
saturation) is pone near 800 meters. 


In the left-hand water, the surface values are also at or 
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Figure 3 


Distribution of right-hand water, left-hand water, and mixed water, 


cruise 68-A-8. Shaded area indicates the mixed water. 
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Figure 4 
Vertical distribution of dissolved oxygen for 
stations in right-hand water in the eastern Gulf 
of Mexico, cruise 68-A-8, 
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Vertical distribution of dissolved oxygen for stations 
in left-hand water in the eastern Gulf of Mexico, 
cruise 68-A-8, 
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near saturation. Supersaturated concentrations of 4.8 to 5.5 ml/1l 
are found at the top of the thermocline at a depth of about 50 
meters. The dissolved oxygen minimum of 2.8 to 3.0 ml/1 is found 
between 400 and 600 meters in the left-hand water. This concentra- 
tion is equivalent to 44 percent of saturation and agrees exactly 
with that found at the dissolved oxygen minimum in the right-hand 
water. No explanation is offered for the supersaturated concentra- 
tions at the top of the thermocline. While supersaturation is 
somewhat common in the upper 10 meters of the water column, it is 
unusual to be found at depths of 50 and 75 meters. 

The dissolved oxygen minimum is much broader in the left-hand 
water and lies higher in ae water column. Below 200 meters, the 
left-hand water appears to have the same characteristics as the 
right-hand water, but it has been displaced upward in the water 
column approximately 250 meters which reflects the adjustment of 
the mass to the circulation. 

Seiwell (1938) points out the advantage of displaying some 
water mass characteristics, such as dissolved oxygen, independently 
of the depth scale. In this way, the picture is not distorted by 
vertical movements of the water mass as may be the case when 
characteristics are studied as a function of depth. It is now 
well established that the characteristics of the left-hand water in 
the Gulf of Mexico are found higher in the water column than the 
game characteristics in the right-hand water. 


Seiwell (1938) plotted dissolved oxygen as a function of 
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salinity when studying its distribution in the Caribbean Sea. He 
found this relationship useful between the depths of 200 and 1200 
meters in this area. Above 200 meters, phytoplanktonic growth and 
contact with the atmosphere may cause local variations. Below 1200 
meters, the magnitude of salinity variation is too small for the 
relationship to be of any noes 

Figures 6 and / are plots of dissolved oxygen versus salinity 
Lor tence and left-hand water respectively. Values for depths 
above 200 meters were not used for the reasons already mentioned. 
These two profiles appear very similar except near the top of 
Figure 7 (left-hand water) where the values begin to diverge due 
to the influence of the mixed layer. The shape of both curves is 
smoother for the left-hand water than for the right-hand water. 
This supports the theory that strong vertical mixing takes place 
in the left-hand water which was also seen in the temperature and 
salinity for this water. 

The paeeaied Steen versus salinity curves found during 
cruise 68-A-8 are in close agreement with those determined from 
ATLANTIS I data taken in Yucatan Strait in 1933, 1934, and 1935 
(Seiwell, 1938: figure 31A). The dissolved oxygen minimums found 
on cruise 68-A-8 range from 2.7 to 3.0 ml/1 corresponding to a 
salinity of 34.9 to 35.1°/oo and a temperature of 8.5 to 9.5°C. 
These values are similar to those reported by Wust (1964) in the 


Caribbean. | = 
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Figure 6 


Dissolved oxygen versus salinity for stations in right-hand water 


in the eastern Gulf of Mexico, cruise 68-A-8. 
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Figure 7 


Dissolved oxygen versus salinity for stations in left-hand water 


in the eastern Gulf of Mexico, cruise 68-A-8. 
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CHAPTER IV 
THE GULF LOOP 
Salinity 


The dynamic topography of the sea surface can be used to 
describe the loop current and is an acceptable definition of it. 
However, in this work, the current will first be described using the 
temperature and salinity distributions. The dynamic topography is 
discussed in Chapter V. 

The water classified in Chapter III as mixed water (Figure 3) 
appears to be formed as a result of the lateral mixing of the right- 
and left-hand water. This occurs in the region of flow around the 
loop and as such, it can be an aid in locating and defining the 
loop. Mixed water is shown by the shaded portion of Figure 3. It 
forms a band about 30 nautical miles wide as it flows through the 
Gulf. The fact that the ship has entered the loop current is 
readily apparent by the angle of the hydrographic wire at stations, 
the set of the ship, and the topography of the isotherms. The loop 
extended into the Gulf about 350 nautical miles north of Yucatan 
Strait in August, 1968. Strong horizontal sheer must be present 
near station 39 due to the proximity of the north and south flowing 
portions of the current. 

The description of currents and transport computations for 


this study are based on the assumption that the geostrophic 
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approximation will be representative of the conditions present. 
This requires that the Coriolis force and the pressure gradient 
force be the only ones acting and they must be in equilibrium. The 
field of mass is adjusted so that the less dense water is to the 
Bieht of the direction of flow. In oceanic regions, the vertical 
salinity gradients are small and the slope of the isosteres is 
-determined mainly by the vertical distribution of temperature. In 
this case, flow is assumed to be along the isotherms with the 
greater depths of the isotherms (warmer water) being to the right of 
the direction of the current. The strongest currents are found in 
the region where the isotherms have the greatest slope. 

Figure 8 is a plot of surface salinity in the Gulf of Mexico. 
Surface salinities obtained a hydrographic stations and values of 
the hourly water samples have been plotted. The values during the 
first three days of the cruise were not plotted because this would 
have resulted in a considerable time variation (over two weeks) in 
some of the surface data in the same area of the western Gulf and 
in the mie ae the Mississippi Delta. Surface salinities in 
the waters influenced by Mississippi River outflow may be subject 
to large variations over short periods of time. By eliminating the 
first short leg (less than three days in length) of the cruise, the 
data for the area west of the delta was spread over two days and is, 
therefore, more synoptic. | 
The homizontel distribution of gusenee salinity gives a fair 


iicieatiom or the circulation of the loop current. The current is 











a 
_ 











Figure 8 


Surface salinity in parts per thousand, cruise 68-A-8. Contour 

O O : 'e) 
interval 0.2 /oo0 above 36.0 /oo (dashed lines) and 0.5 /oo below 
36.0°/00 (solid lines). Open circles indicate the axis of the 
maximum surface salinity, closed circles indicate the axis of the 


minimum surface salinity. Data from 329 surface salinity samples. 
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generally enclosed by the 36.2°/o0 isohaline at the surface and the 
approximate core shows up as a ridge of high salinity indicated by 
the open circles in Figure 8. The horizontal distribution of 
salinity at 100, 150, and 200 meters (not shown) reveals the 
presence of the loop circulation more clearly. These plots also 
support the circulation pencuy es indicated by the tongues of low 
surface salinity to be discussed next. 

Three tongues of low surface salinity are evident and are 
indicated by solid circles in Figure 8. At least two of these 
tongues appear to originate in the vicinity of the Mississippi 
Delta. The three low salinity tongues indicate additional surface 
circulation in the Gulf. 

One tongue is first seen at the northeast corner of the loop 
current and generally parallels the southward flowing portion of the 
current. it is found near stations 19, 63, 60, 47, and 41. This 
tongue has values of surface salinity less than 35.50°/oo. The 
Atlas of Pilot Chee, Central American Waters and South Atlantic 
Ocean (H. 0. Pub. No. 106) shows a wide southern flow just off the 
Florida Shelf that probably includes both the stronger loop current 
and the flow indicated by this low'‘salinity tongue Forthe Gast Of Lt. 

The Atlas also depicts a northward flowing surface current off 
the west coast of Florida. This current is probably fed, at least 
in part, by this tongue of low surface salinity east of the loop 
current that flows southward, curves around to the left in the area 
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of BT 157, and then flows northward toward Florida. The circulation 
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in this region can not be completely described because cruise 
68~-A-8 did not extend far enough to the east in this area. 

A second tongue of low salinity extends westward at the sur- 
face from the area of the Mississippi Delta passing near station 7/7 
and 80 and then up on the continental shelf off Texas. The surface 
salinity values here are tees than 34.50°/oo. This flow is 
consistent with the surface currents shown in the Pilot Charts for 
this time of year. 

The third flow is perhaps the most interesting. The contours 
of surface salinity indicate a current flowing to ee eee 
from the region of the Mississippi Delta. This tongue of low 
salinity passes near stations 75, 8, and 86. The Pilot Charts do 
oe show a southwesterly surface current in this area but indicate 
Peomeuwosterly dritt. This is possibly the result of the pre- 
vailing easterly and southeasterly winds having a greater effect 
on ship drift in this area than this relatively narrow current. 
This Bei csterly flow is in agreement with drift bottle studies 
of surface currents in 1961 and 1962 by Drennan (1963). He has 
reported that drift bottles released near the delta have been 
recovered along the Mexican coast as far south as Coatzacoalcas 
(18°-09'N, 94°-25'W), indicating a flow that continues to the 
southwestern part of the Gulf. He found this southwest flow at 
speeds of 0.50 m/sec (1.0 knot) are ROE from August to October in 
both 1961 and 1962. These flows are ‘supported by the dynamic 
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topography of the sea surface relative to the 1000 decibar surface 
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to be discussed in Chapter V. 
The depth of the subsurface salinity maximum is shown in 
Figure 9. At Yucatan Strait the salinity maximum enters the 
Gulf of Mexico at depths of 150 to 200 meters. The salinity 
maximum in this layer, 36.73 /oo, is confined to the right-hand 
water in the eastern Gulf. The depth of this layer in the right- 
hand water is consistent with the depth of this feature in the 


Caribbean (Wust, 1964). 
Vertical Cross Sections 


Figures 10, 11, and 12 show the vertical cross sections of 
_temperature, salinity, and thermosteric anomaly respectively at 
transect one in Yucatan Strait. See Figure 1 for the location of 
the transects. Transect one includes stations 31 through 35. The 
temperature cross section, Figure 10, shows the increased slope of 
the isotherms west (left) of station 33 and the strong vertical 
temperature sradients in the surface layers. The additional data 
points between stations in this figure are from BT data. 

The salinity cross section is similar in that it shows the 
greater slopes west of station 33. It also shows clearly the 
remnant of the Subtropical Underwater with its high salinity core 
entering the Gulf at a depth of 150 to 200 meters near the center 
of the cross section. The salinity maximum has a value of 36.73°/00 
me station 32. The remnant of the Subantarctic Intermediate Water 
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appears as a salinity minimum and is indicated by the dashed line 
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Figure 9 


Depth to the core of the salinity maximum, cruise 68-A-8. 


in meters, contour interval 25 meters. 
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Temperature/depth profile across Yucatan Strait. Depth 
in meters, temperature in degrees Centigrade, 
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Figure ll 


Salingty/ depth profile in Yueatan Strait, Depth in meters, 
Salimiey in part sa per <ehousand .. : 
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Figure 12 


Thermosteric anomaly/depth profile across Yucatan Strait. 
Pepeiein Meters, Gherpmosteric anomaly in centiliters per 
ecb le ton. 
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in Figure 11. The value of the salinity minimum is 34.85°/oo in 
reeitan Strait and is found near a depth of 800 meters. 

Figure 12 depicts the isosteres in this cross section. The 
isosteres also have greater slopes west of station 33 which reflect 
the adjustment of the field of mass to the flow. 

It has been found that the topography of the selected 
isotherms in the upper 300 meters gives a very good indication of 
the location of the current (Leipper, 1967). Temperature data in 
this region of the water column is readily obtained from BTs. When 
interpreting the isothermal topography, the flow is assumed to be 
along the isotherms with the greater depth of the isotherm (warmer 
water) lying to the right of the current. The speed of the current 
is proportional to the slope of the isotherms although no attempt 
is made here to estimate the current speed in this manner. There- 
fore, a relatively complete picture of the loop current can be 
obtained from BT data. 

Figures 13 earonee 18 show the topography of selected iso- 
therms in the upper 275 meters on six transects across the loop 
current. The transects in these figures are numbered two through 
seven proceeding from south to north. The locations are shown in 
Figure 1. The transects are oriented 070-250 degrees (except 
transect seven) and Ree 220 nautical miles in length. 

Transect two crosses the neck of the loop current and shows 
a northward (into the paper) flow near BT 145 and the southward flow 
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Figure 13 


Depth of isotherms at transect two, Depth in meters, 
temperature in °C, vertical exaggeration 1:1100. 
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Depth of isotherms at transect three, Depth in meters, 
temperature in °C, vertical exaggeration 1:1100. 
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Depth of isotherms at transect four, 
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Depth of isotherms at transect five. Depth in meters, 
Peter el tie C evVertical exapperation 1:1100, 
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at transect six, Depth in meters, 
vertical exaggeration 1:1100, 
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. - Depth of isotherms at transect seven. Depth in meters, 
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circling around BT 157 and flowing north again toward the Florida 
Shelf. Transect three shows a strong northward flow near BT 182 
and southward flow near BT 174. This transect did not extend far 
enough to the west to cross all the northern flow. There appears 
to be another smaller southward flow near BT 199 and BT 206. A 
lesser southerly flow is indicated in the VicinMteysOorenh 209... [he 
main part of the northward flow is west of BT 188 and was not 
covered by the cruise track. Transect five shows the northward 
flow centered at BT 235 and the southward flow near BT 217. At 
transect six, the northern portion of the loop is seen extending 
between BT 70 and BT 79. The flow here is nearly parallel to the 
transect. The slopes of the isotherms at transect seven show some 
‘evidence of a current, but other data indicate it is not part of 
the loop current. The slope of isotherms near BT 97 indicates a 
southward flow and is probably due to Mississippi River outflow. 
These figures describe the thermal structure at the transects 
and indicate the filet there, but it is still difficult to see the 
areal pattern of the flow. To overcome this, it is customary to use 
the horizontal topography of isothermal surfaces. Comparison with 
other cruises can be simplified if the same isothermal surface is 
used. Leipper (1967) has found that the 22°C isotherm can be used 
all year to indicate the position of the loop current. The depth 
of this isotherm is shown in Figure 19. The strongest flow, as 
indicated by the slope of the isotherms shown at the transects 
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(Figures 13 through 18); corresponds to a depth of the 22°C isotherm 
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Figure 19 


Depth of the 22°C isotherm, cruise 68-A-8. (After Leipper, 1968e). 
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of 25 to 150 meters (Figure 19). 

Cochrane (1966) has mentioned the occurrence in some years of 
a small but distinct patch of cool surface water near the current 
core. The drop in surface temperature ranged from 0.5 to 2.0°C 
below the values of the surrounding water. He attributes this to 
upwelling representing a fae of divergence. A similar feature 
was observed in August, 1968. After BT 138, the intake temperature 
dropped 0.7°C and then rose again in a period of 10 minutes. This 
was observed on the shipboard infrared thermometer recorder also. 
This feature was about 4 kilometers wide and was located west of 
the current core similar to those reported by Cochrane except this 
one was somewhat narrower. The water depth was 200 meters. The 
feature was not recrossed when heading eastward on the next transect 
and probably went unnoticed as the ship crossed it on the leg from 
station 35 to 37. On this leg, the feature would be almost parallel 
to the ship's track and the change would have been very gradual. 


Additional temperature distributions are discussed in Chapter VI. 
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CHAPTER V 
CURRENTS AND TRANSPORT 


The computation of relative volume transport in the loop 
current is based on the assumption that this circulation satisfies 
the geostrophic approximation. This requires that the Coriolis 
force and the pressure gradient force be the only two forces 
acting and that they be in equilibrium. The method in Defant (1961: 
page 494) was used at first to determine the topography of the 
reference level. Graphs showing the difference in dynamic heights 
versus depth (not shown) indicated that the reference level was 
below 1000 decibars. Hubertz (1967), using the same eee: 
found this level to be 1350 decibars during June, 1966, in the 
eastern Gulf of Mexico. However, his transport values show that 
less than 1 million ar (Size. or less than two percent of the total 
transport, occurs between the 1050 and 1350 decibar surfaces. 

Based on this eeeand in order to make use of the greatest possible 
number of stations, the 1000 decibar surface was selected as the 
reference level for this work. Small errors in transport may result 
from the selection of this level. 

Figure 20 depicts the dynamic topography of the sea surface 
(in dynamic meters) relative to the 1000 decibar surface. A high 
of 1.99 dynamic meters was found at station 26. A lesser high 
of 1.74 dynamic meters was located near stations 31 and 32, just 


/ 
north of the western end of Cuba. A ridge, whose crest is indicated 
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Figure 20 


Dynamic topography of the sea surface relative to the 1000 decibar 
surface, cruise 68-A-8. Contour interval 0.1 dynamic meters, 


crossed dashed line indicates the crest of the dynamic ridge. 
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by the crossed dashed line, extends from station 26 southward near 
stations 56, 50, and 39 toward Cuba. The dynamic topography is 
nearly symmetric about this ridge. The value of the surface currents 
can be obtained by making use of the velocity diagram. 

The geostrophic transport field for the upper 1000 meters 
relative to 1000 decibars is shown in Figure 21. The vertical 
integration of the dynamic height relative to 1000 decibars was 
carried out using the equation in McLellan (1965: page 71). The 
Coriolis factor was calculated using the middle latitude between 
each station pair. 

Based on the dynamic topography, station 26 was considered to 
be at the center of the anticyclonic eddy and the transport value 
there is zero. The value of the streamlines increases outward from 
station 26 in intervals of 10 million By see At Yucatan Strait, 
46.7 million Rae of water flow northward into the Gulf between 
Stations 31 and 34. In three sections extending across the current 
radially from station 26 (see Figure 21 for location), transports 
greater than 50 million ae eee were found in August, 1968. In 


tabular form these transports are: 


Station pair a, Transport — 
26-71 53-8 million rusieee 
26-24 52.5 RLS ease 
26-64 Goan liica eee 


These figures indicate a fairly uniform transport around the 


Hy 


northern portion of the loop. Hubertz (1967) reported similar 
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Figure 21 


Streamlines of geostrophic transport in the upper 1000 meters 
relative to 1000 decibar surface, cruise 68-A-8. Contour interval 
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values of transport for this part of the loop in June, 1966. The 
transects calculated during August, 1968, are among the highest 
ever reported for Yucatan Strait and the loop current. 

The section across the path of the outflow toward Florida 
Straits (stations 30 to 31) has a transport to the east of 37./ 
Afliion i ee This is in reasonable agreement with the steady 
state volume transport of 32 + 3 million at eee measured in the 
Florida Current by Schmitz and Richardson (1968). Their figure is 
the result of direct current measurements equivalent to more than 50 
transects across the current over a period of three years. Monthly 
averages were found to fall within this range. 

The values of geostrophic transport entering the Gulf through 
Yucatan Strait (stations 31-34) and leaving through Florida Straits 
(stations 30-31) are not in agreement. While stations 31-34 are in 
Yucatan Strait, stations 30-31 are some distance from the Florida 
Straits and may not completely describe the outflow. The sill 
depth at Yucatan Strait is about 1600 meters (Sverdrup et al., 1942) 
and there may be an additional transport below 1000 meters that was 
not detected in this study because of the reference level selected. 
Hubertz (1967) and Nowlin and McLellan (1967) have reported an out- 
flow on the Cuban side of the strait in summer and winter respec- 
tively. The slope of the isosteres in Yucatan Strait (Figure 12) 
indicates a southward flow below 500 meters to the east of station 
31 during cruise 68-A-8. No complete values are given for this 


J 


outflow and they will probably not be available until thorough 
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dacect erent measurements are made in the deep water of the 
Yucatan Strait. For this reason, no attempt is made here to 
balance the inflow and outflow quantitatively. 

The interpretation of the classical circulation patterns 
around areas of high and low dynamic heights can also be used to 
describe the current patterns in other parts of the Gulf. The 
dynamic topography in Figure 20 supports the currents indicated by 
the tongues of low surface salinity discussed in Chapter IV. To 
the east of the loop current, the area of low dynamic height near 
station 43 indicates a flow that curves to the left around this 
station. Part of the south-flowing current to the west of this 
station curves around it and then proceeds northward toward the 
Florida Shelf. The flow west from the Mississippi Delta toward the 
Texas Continental Shelf can not be inferred from Figure 20 because 
this flow occurred in water too shallow to provide data eae this 
figure. The area of low dynamic height near 26°N and 90°W and the 
high near 26°N and 93°W are consistent with the southwesterly 
current in this area indicated by the surface salinity field in 


Figure 8. 
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: CHAPTER VI 
SEA SURFACE TEMPERATURE 


A NASA research aircraft was scheduled to fly over the loop 
current with several types of remote sensors during cruise 68-A-8. 
This additional Pn iotrationndas expected to be used in the analysis 
of the physical features of the eastern Gulf and particularly the 
loop current. To utilize this remote sensed data, it was necessary 
to obtain high quality ground truth data wate which to calibrate 
the remote sensed data. Particular effort was placed in the 
determination of the horizontal field of eee Some remote 
sensors can only detect the values of the oceanographic elements in 
the very thin surface layer, or skin, of the ocean. The measure- 
ment of sea surface elements by conventional shipboard methods can 
not determine values of this very thin layer. The size of the 
instrument and the technique involved result in a value for the 
top meter of the anes column at best. 

The two classical methods of determining sea surface temperature 
are (1) by taking a sample of the sea surface with a bucket and 
by then measuring its temperature with a thermometer and (2) by 
reading the water temperature at one of the ship's sea water intakes. 
Through the years there has been no attempt to standardize the 
bucket, the thermometer, or the technique, but the bucket temperature 
is usually regarded as the standard (Roll, 1965). The bucket 


temperature is a measure of approximately the top meter of water. 
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Measurements of sea surface temperature on cruise 68-A-8 were made 
utilizing over 300 hourly bucket temperature readings taken in 
conjunction with BTs, the surface temperature data from hydrographic 
stations, and by continuous recording of the sea water intake system. 

The continuous temperature and salinity sensing system on the 
R/V ALAMINOS uses a sea water intake on the centerline of the hull 
in the forward part of the ship. The intake and sensing equipment 
are located in the forward hold with the sea water intake about 
three meters below the sea surface. The system is designed so the 
forward motion of the ship when making way through the water forces 
the sea water to flow through the system. When the ship is stopped 
On a station, a centrifugal pump moves the water. 

Figure 22 depicts the agreement between simultaneous readings 
of sea surface temperature by bucket and intake methods. The 
68-A-8 data (curve A) is based on 301 comparisons and shows 
relatively good agreement with exact agreement occurring 36.2 per- 
cent of the time. The maximum errors were -0.7 and +0.6°C and the 
mean error was -0.05°C. ‘The values (curve B) reported by Roll (1965) 
were calculated from 5689 measurements and show less agreement. 

An infrared thermometer (Barnes IRT-3) was mounted on the bow 
of the ship in a manner to measure the skin temperature of the 
water about 5 meters forward of the bow and to one side. Although 
the shipboard infrared thermometer recorder was calibrated to 
known temperatures every four hours, it was used to detect surface 


temperature gradients rather than to derive an actual value for 
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Figure 22 


Frequency of temperature difference in simultaneous readings of 
bucket and intake temperatures. Curve A from 68-A-8 data, curve B 


after Roll (1965). 
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temperature. 

Sea surface temperature is primarily effected by heat exchange 
with the atmosphere, convective mixing, solar radiation, mechanical 
mixing, and advection. Heat exchange with the atmosphere is in 
turn a function of the sun's declination, latitude, wind force, 
Billoud cover, air/sea temperature difference, humidity, and sea 
state. Franceschini (1966) studied diurnal variation aboard the 
R/V ALAMINOS in June, 1965, in the Atlantic Ocean in latitudes 
similar to those in the Gulf. He found the magnitude of the diurnal 
variation of sea surface temperature to be 0.7 to 1.6°C. He also 
reported that the diurnal range of bucket temperatures was 0.2°C 
greater than that of the intake temperatures. In the afternoon the 
bucket temperatures would be higher than the intake temperatures 
indicating a negative gradient at the surface while at night the 
surface would be cooler and a positive gradient would occur. Table I 
shows the estimated diurnal variations of sea surface temperature in 
summer for various latitudinal zones under different weather con- 
ditions. 

No attempt was made during cruise 68-A-8 to determine the 
diurnal variation of the sea surface temperature. ‘The values 
reported by Franceschini (1966) and Wolff et al. (1965) furnish 
insight as to the sqpesieed daily fluctuation in the sea surface 
temperature field. Faired curves of sea surface temperature versus 
ete are shown in Figures 23 through 27. Each figure covers a 


/ 
three day increment of the cruise while the ship was proceeding 
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along the cruise track (Figure 1). Temperature data were obtained 
from bucket temperature, surface temperature from hydrographic 
stations, and from hourly nee of intake temperature. In the 
process of fairing these data into a single smooth curve, the hourly 
averages of intake temperature were given the most weight. This 

was done because roe Byaeen is independent of personnel errors and 
individual measuring techniques, because it provided a continuous 
record, and because it was in good agreement with the simultaneous 
bucket temperatures. 

The temperature data obtained can not be thought of as showing 
the diurnal variation because the ship did not remain in the same 
position. However, Figures 23 through 27 do show a variation that 
is somewhat similar in nature to the expected feavenel variation. 

The data in Figure 23 terminated at 1600 GMT August 20 as the ship 
entered the Mississippi River. It resumed again at 0000 GMT on 
August 23 when the ship left the river. Generally, the highest sea 
surface Loe was found between 2000 and 0000 GMT (1500 to 1900 
local time) and the lowest temperature occurred in the early morning 
(local time) around sunrise. 

The most significant feature, however, is the sudden downward 
displacement (to lower temperatures) of the curve at times. This 
displacement is indicated by a vertical dashed line and is seen 
in Figures 24 through 27. These displacements range from 0.3 
tom. 1° C and were observed on all the temperature sensors including 


4 


the shipboard infrared thermometer. The general shape of the sea 
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surface temperature curve is preserved in the displaced portion of 
the curve. 

The areas of lower surface temperature were found only in the 
eastern Gulf in the region of flow of the loop current. Figure 28 
shows an areal picture of the location of this feature with the 
shaded area indicating the cooler surface water. Due to its shape 
and location, this feature seems to be associated with the loop 
current. Wolff et al. (1965) have stated that sharp changes in sea 
surface temperatures may be caused by upwelling along a coast or a 
divergence line and may be found at current boundaries. Table II 
lists the temperature change measured by the two continuously 
recording temperature sensors as well as the time and location of 
the change. 

The region of the colder surface water is found above the loop 
current with two exceptions. At Campeche Bank and just north of it, 
the colder water is about 40 meee sa miles (74 kilometers) west of 
the loop current. ‘At the northeastern corner of the loop, Che 
colder water is about 40 nautical miles east of the current. This 
displacement is attributed to the deep waters of the current 
‘feeling’ the bottom in these areas and being somewhat restricted by 
it while the surface water is free to flow over the shelf. 

The temperature changes and the gradients are greatest along 
the northern portion of the loop and are weakest in the portion 
plist south of the northeastern corner. The portion of the colder 


/ 
surface water bounded by double lines in Figure 24 is the area 
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Figure 28 


Horizontal distribution of colder surface water, cruise 68-A-8. 
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Table II 


Detection of the colder water at the surface of the loop current, 
cruise 68-A-8. 


* No temperature change detected. 


7 


Intake JOE 
Date/time Temperature Temperature Direction 
(GMT ) Change (°C) Change (°C) of Change Remarks 

23/1905 0.9 1.0 Down Near BT 71 
24/0430 0.7 0.7 Up After BT 78 
25) 1455 0.8 el Down Before Sta 24 
25/1750 0.5 0.4 Up Before BT 107 
27/0840 0.6 Oe Down Before BT 135 
27/1430 0.6 Oats Up Before BT 140 
27/1924 108.9) Os) Down After BT 143 
28/0715 0.6 Up After BT 151 
29/1100 Cnt 0.7 Down Before BT 173 
30/0515 0.8 * Up After BT 187 
30/2215 0.3 % Down After Sta 58 
31/0115 | On % Up Before Sta 59 
1/1715 0.3 * Down After BT 216 
31/1945 0.5 * Up fperone BIT 218 
01/1630 O55 * Down Before BT 235 
01/2136 Os * Up Before BT 239 
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where the temperature change is greater than 0.5°C. The possibility 
of using this feature to detect the presence of the loop current 


will be discussed in Chapter VIII. 
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CHAPTER VII 
SOUND VELOCITY 
Background 


Cruise 68-A-8 provided data to determine sound velocity* 
profiles for a number of stations in close proximity in the eastern 
‘Gulf of Mexico. The variation in these sound velocity data due to 
the variation in geographic position within the right- or left-hand 
water ae these stations is negligible but that due to the occurrence 
of right- or left-hand water is not. This cruise provided data 
with which to investigate sound velocity profiles based on these 
two classifications. In the past, most sound velocity profiles in 
the Gulf have been evaluated Or grouped on the basis of geographic 
position alone. Considering the variation in the loop current, it 
can be seen that the water at a fixed location may change signifi- 
cantly as the loop intrudes into the Gulf, spreads out, and then 
decays. The location may first be to the left of the current (in 
left-hand water), then in the current, and finally to the right of 
it (in right-hand water). For this reason, the sound velocity 
profiles and sound propagation characteristics in the right- and 
left-hand water will be investigated ard compared. Wilson's equation 
(McLellan, 1965: equation 16.3) was used to determine sound velocity 

* Popular usage favors the term ‘velocity’ for 'speed' of sound 


even though it is a scalar quantity. For this reason, the term 
‘'velocity' will be used here in place of 'speed’. 
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in this study. 


At the present time, sound is the most efficient method for 
transmitting intelligence through the ocean. It is used for 
underwater communications, locating fish, depth finding, subsurface 
profiling, navigation, and for antisubmarine warfare. One of the 
most important factors influencing the transmission of sound waves 
through large bodies of water is the effect due to refraction 
caused by variations in the sound velocity. Refraction both 
interferes with the use of acoustic systems and permits efficient 
long range propagation under different conditions. The propagation 
of sound is also effected by internal waves, turbulence, and 
biologics. 

The velocity of sound is dependent on three major factors: 
temperature, salinity, and pressure (depth). Near the surface and 
in the thermocline, temperature is the dominant factor in the 
sound velocity profile (SVP). An increase in temperature of 1.0°C 
at 28°C results in a velocity increase of 2.2 m/sec. The same 
change at 4°C causes a velocity change of 4.1 m/sec. 

soe velocity increases with increasing salinity at a rate of 
approximately 1.4 m/sec for each 1.0°/o00 change in salinity at 
35.0°/oo. The variations due to salinity are relatively minor 
except at the sea surface where evaporation, rainfall, and runoff 
May create large gradients. The range of surface salinity in the 
Pershore areas of the Gulf of Mexico in August, 1968, was less 


y, 


Oo pee Re. 2,204.55 
than 0.6 /oo. Larger variations were found near the Mississippi 
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Delta. (See Figure 8.) 

Sound velocity increases with depth at a fairly uniform rate 
of 0.018 m/sec per meter of depth. In the deep water where the 
temperature and salinity gradients are small (below 1000 meters), 
pressure becomes the dominant factor in the sound velocity profile. 

Sound waves produced by depth finders are directed vertically 
downward and are, therefore, not refracted. However, since depth 
finders assume a constant sound velocity (usually 1463 or 1500 
m/sec), errors result when the mean vertical sound velocity is 
different from the constant employed. An erroneous depth results 
when the travel time of the echo is converted to distance. Mathews' 
Tables provide corrections which when applied to 'fathometer depth' 
.give the true depth. Mathews divided the world ocean into 52 areas 
of similar temperature and salinity stratification. The Gulf of 
Mexico has been divided into three oeeES. Mathews' area 16 includes 
the water surrounding the Mississippi Delta, area 18 includes the 
water in Yucatan Strait and just north of it, and area 1/7 represents 
the rest of the Gulf. The depth corrections listed for areas 17 
and 18 were similar to the corrections required for the left- and 
right-hand water respectively. However, the boundaries of these 
areas will change significantly during the year as loop current 
grows and cecays. Mathews’ Tables are not applicable for shelf 
regions where strong local differences and seasonal variations of 
‘the mean vertical sound velocity may occur (Dietrich, 1963). The 


more common practice today is to determine depth corrections from 


ies, 


hydrographic station data obtained in that area. Ryan and Grim 
(1968) have reported the formulation of a computer program to do 
this. 

The propagation of sound in directions other than the vertical 
is more complicated. The shadow zone and the sound channel are two 
features that may occur and these will have a significant effect on 
propagation. Sound waves constricted to a sound channel do not 
diverge with spherical spreading as in the case of an iso-velocity 
profile but diverge cylindrically. Low frequency sound, which 
suffers little absorption, can be propagated great distances under 
these conditions. This is a very important consideration in 
underwater communications and antisubmarine warfare. 

Sound channels are commonly found in two areas of the water 
column. They may occur at or near the surface and at depths of 
about 1000 meters. A layer of well mixed water is usually found at 
the surface. Under these conditions, the only change in sound 
velocity with depth is due to the change in pressure which causes 
sound velocity to increase with depth. The result is a positive 
velocity gradient and, therefore, a surface sound channel. Surface 
cooling at night or an outbreak of cold air are other factors which 
lead to the formation of surface sound channels. 

The deep sound channel is a permanent feature in almost all 
deep oceanic water. The water temperature decreases with increasing 
lesen until it reaches its maximum density at about 4°C. This 


/ 
occurs near 1000 meters in the Gulf of Mexico. Above this depth, 
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the temperature component of sound velocity is the dominant factor 
and this results in a negative velocity gradient. Below this 
depth, temperature gradients are small and pressure is the dominant 
component of sound velocity resulting in a positive velocity 
gradient to the ocean bottom. The resultant velocity minimum is 


the axis of the deep sound channel. 
Sound Velocity Profiles 


The hydrographic stations for cruise 68-A-8 have been classified 
as right-hand or left-hand water in Figure 3. It has been shown in 
Chapter III that the physical properties in the left-hand water 


are found at a depth shallower than that of the same properties in 


‘right-hand water. The effects of these temperature and salinity 


differences combine causing SVPs that are significantly different 
in the right- and left-hand water. In — upper 1200 meters the 
sound velocity in the left-hand water at a given depth is always 
considerably less than that in right-hand water. This can be seen 
by comparing the SVPs in Figures 29 and 30 which show the SVP es 
right- and left-hand water respectively. In addition to the overall 
shape of the profile, there is a much wider range of velocity near 
the top of the thermocline in the left-hand water. The difference 
between the extreme profiles in the right-hand water is much less in 
this area. 

To describe the seasonal variation in SVP, a number of stations 


in right- and left-hand water were selected from winter cruises 
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Figure 29 


Mean and extreme values of sound velocity profile 
for 12 stations in right-hand water in the eastern 
Gulf of Mexico in summer, cruise 68-A-8, Depth in 
meters, sound velocity in meters per second, | 
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Figure 30 


Mean and extreme values of sound velocity profile 
for 15 stations in left-hand water in the eastern 
Gulf of Mexico in summer, cruise 68-A-8, Depth in 
meters, sound velocity in meters per second. 
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cruises in the Gulf of Mexico. The hydrographic station data were 
obtained from Leipper (1968c and d) and were classified in the same 
manner as the 68-A-8 data. The er and the stations used are 
identified in each figure used in the comparison. Admittedly, very 
few stations in both winter and summer were used for SVP comparisons. 
During the winter, there were very few stations in right-hand water 
due to the early stage of loop development. The desire to use only 
data that were gathered and eaten’ in the same manner further 
restricted the number of stations available. Even though few 
stations were used, the SVPs were very consistent with respect to 
season and station classification. This data will provide an 
initial comparison of the seasonal variation of SMI) sin ele (Eke (eye 
Mexico. 

Six stations representative of the right-hand water in winter 
were selected from cruises 66-A-3 and 68-A-2. The SVPs are shown in 
Figure 31. The summer and winter profiles (Figures 29 and 31) 
reveal large differences above 150 meters due to the seasonal change 
in temperature si the mixed layer. From 150 meters to 1200 meters 
the range of the summer SVPs included all the winter profiles. The 
mean SVP in the winter averaged 2 m/sec lower Zion 1500 to 450 meters 
and 4 m/sec lower from 450 to 800 meters. There was little or no 
difference in the mean velocities below 800 meters. The axis of the 
_deep sound channel is Bee eaty deeper than 1200 meters. 

Five stations were selected from cruise 68-A-2 to represent 


the left-hand water in winter, and the profiles are shown in 
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Figure 32. In this case, the values of sound velocity always lie 
to the left (lower velocity) of the summer profiles. The greatest 
difference in the shape of the profile occurs above 150 meters. At 
150 meters the mean difference in velocities is 10 m/sec. This 
difference decreases rather uniformly to zero at 1200 meters. The 
SVP in left-hand water appears to be effected by seasonal change to 
a deeper depth than that in the right-hand water. The axis of the 
deep sound channel in left-hand water is found at about 900 meters 
all year. 

The depth of the surface sound channel, which is influenced 
strongly by the depth of the mixed layer, varies markedly. In the 
right-hand water, the depth of the surface sound channel was found 
to vary from an average of 140 meters in the winter to 41 meters in 
the summer. This is due to lower air temperatures, higher winds, 
and deeper mixing in the winter. In contrast, the average depth 
of the surface sound channel in the left-hand water varies only 
from 18 nenaige in the summer to 24 meters in the winter. Mechanical 
mixing in the left-hand water is restricted to these depths because 
the top of the seasonal thermocline is closer to the surface in 
the left-hand water. 

Dilureweal changes in the SVP are caused by temperature changes 
in the surface layers due to solar heating, mixing, and evaporation. 
When this daily fluctuation produces negative temperature gradients 
He the surface due to insolation, it is called ‘afternoon effect’. 


4 
This results in the downward refraction of sound rays and a 
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reduction in near surface sound ranges. Shadow zones occur under 
these circumstances and result in areas where little sound is 
propagated. This is more prevalent in summer (in north latitudes) 
than winter due to warmer surface temperatures and larger diurnal 
variations of surface temperature. 

Two segments of the 68-A-8 cruise track were chosen to show 
the nature of the daily change in SVP (Figure 33). This figure 
does not represent the diurnal’ variation of SVP but rather the 
change in SVP that occurs over a 24 hour period while a ship is 
proceeding in water of similar physical characteristics. The figure 
is considered typical of sound velocity conditions in the right- 
and left-hand water in the late summer in the Gulf of Mexico. 

Based on the classification of stations in Figure 3, stations 3 
through 7 were selected to represent left-hand water while stations 
57, and 66 through 70 were chosen to typify right-hand water. An 
attempt was made to select stations occupied in sequence and that 
covered a 24 hour interval. Station 2 could not be used because 
both reversing thermometers at the 20 meter depth failed, so there 
was no temperature and, hence, no value of sound velocity available 
at that important depth. Station 57 was not in time sequence with 
the other right-hand stations but was included to provide a SVP for 
the early afternoon (local time). The distribution of right-hand 
water was such that no segment of the cruise track covered a 24 
ous period within this water. : / 


The daily changes in the near surface SVP are shown in 
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Figure 33 


Variation in sound velocity profile in right-hand water (top) and 
left-hand water (bottom) in the Gulf of Mexico in summer, cruise 
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Figure 33. This variation can be seen more clearly in the left-hand 
water and only that part of the figure will be discussed. Figure 34 
shows the change in sea surface temperature (from Figure 23), 
surface sound velocity, and depth of the surface sound channel for 
the same stations in left-hand Tene in Figure 33. The figures 
and discussion will use local time which is five hours earlier than 
GMT due to daylight saving time. 

Just after sunrise (station 3) the sea surface temperature is 
rising but it is still cooler than at depths below it. This results 
in a positive sound velocity gradient in the upper 20 meters and 
hence a sound channel. By early afternoon (station 4) sea surface 
temperature and sound velocity have reached a peak. The result is 
a negative sound velocity gradient from the surface to the axis 
of the deep sound channel at about 900 meters. This is an example 
of the afternoon effect; the surface sound channel has been 
destroyed. In the early evening (station 5) the surface temperature 
is decreasing but the velocity gradient is still negative. Mixing 
has changed the shape of the SVP and reduced the negative velocity 
gradient. In the early part of the night (station 6) the sea 
surface temperature is Sa rnaeheae its minimum value and the sound 
velocity gradient has become positive. A surface sound channel has 
been established again. In the early morning (station 7) sea 
surface temperature is still relatively cool and the sound channel 
is present. - 


t 
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The sea surface temperature follows a similar pattern in the 
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right-hand water. In this water with its deeper mixed layer, there 
was never a negative temperature gradient through the entire mixed 
layer. The bottom of the mixed layer was always warmer than at 
some depth above it in the water column. The result was that there 
was always a sound channel in the right-hand water and the after- 
BCoti effect did not eliminate it. At times, the axis of the sound 
channel was found about 10 meters below the surface (stations 57 
and 66). 

The time of the maximum surface sound velocity and of the 
maximum surface temperature occurred between 1800 and 2030 GMT 
(1300 and 1530 local time) in Rois, 1968. ALAMINOS was at sea 
during this time of day on fifteen days during cruise 68-A-8. The 
ship was in 'coastal' water on five days, in right-hand water three 
days, and in the left-hand water on seven days. Table III shows 
the occurrence of the surface sound channel during the time of the 
BE Cer noon effect. When the ship was in right-hand water a surface 
sound channel was present throughout the period in each case. When 
the ship was in left-hand water, the surface sound channel dis- 
appeared due to the afternoon effect on five of the seven days. On 
the other two days, the vertical distribution of temperature from 
BTs taken between stations shows a negative temperature gradient 
indicating that the sound channel probably disappeared between the 
. times for which station data are available. The BTs were studied 
‘to see if the same thing happened in the right-hand water, but 


there was no indication of it. No attempt was made to determine a 





Table III 
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Presence of surface sound channels in the afternoon, cruise 68-A-8. 





Sound Channel 
Disappears 


Yes 


No 


Yes * 


Yes 


Yes 
Yes 
No 
No 
No 
Yes 
Yes 
No 


No 


Water 
Date Classification 
18 Aug LH 
19 C 
20-22 In port, New Orleans, La. 
23 LH 
24 C 
7s, RH 
26 LH 
27 LH 
28 C 
| 29 RH 
30 RH 
31 Aug LH 
1 Sep LH 
Zz C 
3 c 
4 Sep LH 


‘gradient extending from the surface into the thermocline. 


gradient extending from the surface into the thermocline. 


Yes }# 
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Ikebe) 
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1401 
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183) 108) 


1344 


C - coastal water, LH ~- left-hand water, RH - right-hand 
water. See Chapter III for station classification and description. 
* BT 72, taken at 1500 local time, shows a negative thermal 


# BT 295, taken at 1400 local time, shows a negative thermal 
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pattern in the coastal water due to the large variations in 
temperature and salinity. 

From this limited amount of data, it appears that one may 
expect the surface sound channel to disappear in the left-hand 
water in the summer due to the afternoon effect but that it will 
always be present in the right-hand water. This is attributed to 
the fact that the mixed layer depth in the right-hand water 
averages 4] meters, whereas in the left-hand water it is only 18 
meters. The afternoon heating of the water will create a continuous 
negative thermal gradient and negative velocity gradient in the 
left-hand water, but it will effect only the upper half of the 
mixed layer in right-hand water. The time of the afternoon effect 


usually occurred between 1300 and 1530 local time. 
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CHAPTER VIII 
REMOTE SENSED DATA 
Background 


The main objective of remote sensing in the field of ocean 
science is to gather synoptic data over large areas of the ocean. 
The investigation of the remote sensors and remote sensing tech- 
niques in ocean science is a task of the Space Oceanography Project 
(SPOC) which is part of the National Aeronautics and Space 
Administration's Earth Resources Survey Program. The oceanographic 
portion of this program is administered for NASA by the U. S. Naval 
een eractne Office. 

The potential of aircraft surveys in the fields of marine 
meteorology and oceanography ae been recognized for some time. 
Aircraft have proven valuable in the locating, tracking, and 
studying of tropical storms. However , little progress has been 
made to date to utilize airborne sensors to measure and record 
oceanographic features (Wilkerson, 1966). 

Despite its advantages, the use of airborne remote sensors has 
some serious limitations. Only surface and near ce phenomena 
can be detected. The marine atmosphere acts to deteriorate the 
Signals that must pass through this medium. Water vapor and clouds 
-are the primary factors causing reduced and distorted signals. High 


quality sea surface reference values of oceanographic elements 
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(ground truth) are required in the early phases of development to 
calibrate the remote sensed data and to evaluate sensors and sensing 
techniques. Arnold et al. (1967) have found that the lack of 
sufficient ground truth data that has hampered the efforts to date 
is largely due to the nonavailability of research vessels to support 
the work. 

Earth Resources Aircraft Mission 79 was scheduled to over- 
fly the area of the loop current (test site 173) about the time of 
cruise 68-A-8. The mission was actually flown September 10, 1968, 
five days after the cruise, using NASA aircraft 927 (a modified 
version of the Navy P3A patrol aircraft). The aircraft carried 
a metric camera (RC-8), an infrared see (RS-7), and an infrared 
radiometer (Barnes PRT-5). The camera was used to examine the 
variation in appearance of the surface water and its relation to 
the different waters present between the central Gulf and the 
coastal areas as well as in the area of the loop current. The 
other two sensors mere to detect thermal boundaries in the water 
and to measure the sea surface temperature respectively. The 
object of the flight was to acquire remotely sensed data over 
the Gulf of Mexico for the comparison with ground truth data 
taken by the R/V ALAMINOS and with data taken by the Nimbus III 
satellite. The ground truth measurements made by the R/V ALAMINOS 


are discussed in Chapter II. 
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Results 


The mission was only of limited success from the standpoint 
of the R/V ALAMINOS ground truth comparisons. The aircraft track 
was to be a line from the NOMAD buoy (25.0°N and 90.0°W) to Tampa, 
Florida which coincided pach transect five. (See Figure 1 for 
location.) Squall weather and clearance problems resulted in a 
departure from the aircraft's planned track. Data were gathered 
from an altitude of 5000 feet (1524 meters) for about three fourths 
of this transect. Weather in the vicinity of stations 70 and 71 
prevented gathering any data while flying over the loop current 
in this area. A line of thunderstorms near stations 64 and 65 
‘compromised the data in this area. The sea surface temperature 
gradients detected by classical methods and by the shipboard 
latrened Uheenene ser: were not apparent from the airborne sensors. 
This is attributed to the weather discussed above and to the fact 
that the change thy SavEee temperature was at its lowest (0.3 
to 0.5°C) at the eastern end of transect five. (See Figure 28 and 


Table II.) 
Recommendations 


The results of mission 79 were disappointing from the stand- 
point of detecting the oceanographic parameters that define the 
loop current. However, it is strongly recommended that further 


é 


low level aircraft missions be flown over the loop current 
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(site 173) when they can be coordinated with research vessels that 
can provide adequate ground truth. The continuation of this phase 
of the SPOC program will help provide synoptic oceanographic data 
in the area of the loop current and will enhance the development 
of sensors (existing and nonexisting) to be carried in satellites 
and spacecraft. 7 

Site 173 is an ideal location for this study.* The Gulf of 
Mexico is surrounded by weather stations that can provide atmo- 
spheric soundings to define the medium that signals must pass 
through. A variety of oceanic regimes exists in this area that 
is convenient to MSC/NASA Houston, where the NASA aircraft is 
based, and Texas A & M University which operates a research vessel 
in this area. It is also an area in which a considerable amount 
of oceanographic research has been done in the past and is continuing 
today. The weather and flying conditions are favorable most of the 
year. 

Cruise 68-A-8 found very good agreement in the values of sea 
surface temperature determined by various sensors including the 
shipboard infrared thermometer. The sea surface temperature data 
indicate that the sharp drop in sea surface temperature found at 
the loop current may be a good indication of this feature in the 
late summer. This feature was detected by the shipboard infrared 
thermometer. Plots of surface salinity (Figure 8) and dynamic 
topography (Figure 20) can also be used to depict the loop current 


and sensors to measure these parameters may be possible in the near 
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future (Paris, 1969). Leipper (1967) has reported that noticeable 
changes in sea state, surface films, and amounts of other drifting 
materials are sometimes found in the loop current. These features 
may be detected by photographic interpretation and radar techniques. 
The Gulf Science Year will bring many outside investigators to 
ite Gulf of Mexico next year. It would be an aid to this program 
to have additional remote sensed data available for participating 
investigators. During this program, many ships will be operating 
in the Gulf; and, with proper scheduling, they will be able to 
provide excellent ground truth coverage for aircraft missions. 
This influx of ships will temporarily eliminate the problem of 


insufficient vessels to provide ground truth in the SPOC program. 





100 


LIST OF REFERENCES 


Ano ld... eeemromecapurro, J. KE. Paris, and D. Walsh, 

Ground truth requirements for remote sensing of oceanographic 
features, Unpubl. Rept. of the Dept. of Oceanogr., Texas A & M 
Unaversmiyam 907. 

Austin, G. B., Some recent oceanographic surveys of the Gulf of 
Mexico, Trans. Am. Geophys. Union, 36(5), 885-892, 1955. 

Beyer, R. T., Formulas for sound velocity in sea water, J. Marine 
Rese, 13(¢)), 1i3-l2 1954. 

Birchett, J. A. K., Temperature-salinity relationships in the 
surface layers of the eastern Gulf of Mexico in August, 1966, 
Unpubl. M. S. thesis, Texas A & M University, May, 1967. 

Carpenter, J. H., The Chesapeake Bay Institute Technique for the 
Winkler dissolved oxygen method, Limnol. and Oceanogr., 10(1), 
141-143, 1965. 

Cochrane, J. D., Investigations of the Yucatan Current, In unpubl. 
Rept. of the Dept. of Oceanogr. and Meteorol., The A & M 
College of Texas, Ref. 61-15F, 4-7, 1961. 

Cochrane, J. D., Yucatan Current, In unpubl. Rept. of the Dept. of 

_Oceanogr. and Meteorol., The A & M College of Texas, Ref. 
Co-Si-mo—lil 1963. 

Cochrane, J. D., The Yucatan Current and Equatorial Currents of the 

western Atlantic, In unpubl. Rept. of the Dept. of Oceanogr. 


and Meteorol., Texas A & M University, Ref. 65-17T, 6-27, 1965. 





paeRe 


Cochrane, J. D., The Yucatan Current, upwelling off northeastern 
Yucatan, and currents of waters of the western equatorial 
A@lantic mimewunpubl. Rept. of the Dept. of Oceanogr. and 
Meteorol., Texas A & M University, Ref. 66-23T, 14-32, 1966. 

Defant, A., Physical Oceanography, Vol. 1, 7/29 pp., Pergamon Press, 
London, 1961. 

Dietrich, G., General Oceanography, 588 pp., Interscience Publishers, 
New York, N. Y., 1963. 

Drennan, K. L., Surface circulation in the northeastern Gulf of 
Mexico, 116 pp., Gulf Research Laboratory, Oceanography Section, 
Technical Report #1, 1963. 

Franceschini, G. A., Air-sea interaction study, In unpubl. Rept. of 
the Dept. of Oceanogr. and Meteorol., Texas A & M University, 

_ Ref. 66-23T, 33-35, 1966. 

Gordon, A. L., Circulation in the Caribbean Sea, J. Geophys. Res., 
W2(24), 620726223 eo" 

Green, E. J., and D. F. Carritt, New tables for oxygen saturation of 
seawater, J. Marine Res., 25(2), 140-147, 1967. 

Horton, J. W., Fundamentals of Sonar, 417 pp., U. S. Naval Institute, 
Annapolis, Maryland, 1961. 

Hubertz, J. M., A study of the loop current in the eastern Gulf of 
Mexico, Unpubl. M. S. thesis, Texas A & M University, May, 1967. 

Leipper, D. F., Physical oceanography of the Gulf of Mexico, Fishery 

| EUPICmineNOcmol,)U.nonmlisn andawildlife Service, Vol. 55, 


ois 1954. 





102 


fetus, Det eaeauence sOrecurrent patterns in the Gulf of Mexico, 
Unpubdee hcpiemone tinemDepts of Oceanogr., Texas A & M University, 
Ret. 67-9 elJo7e 

beipper we tayehydrographic stationgdata, Gulf of Mexico, August- 
November Nansen casts, 1965-1967, Unpubl. Rept. of the Dept. 
of Oceanogr., Texas A & M University, Ref. 68-13T, 1968a. 

iuatlaoae DE Hyduocrapnic station data, Gull of Mexico, August-— 


N@ysueer STD, 1965-1967, Unpubl. Rept. of the Dept. of 


hs 


Oceanogr., Texas A & M University, Ref. 68-14T, 1968b. 


Leipper, D. F., Hydrographic station data, Gulf of Mexico, February- 
Narch Nansen casts, 1965-1968, Unpubl. Rept. of the Dept. of 
Oceanogr. Texas AW MUniversity, Ref. 68-157, 1963c. 

Leipper, D. F., Hydrographic station data, Gulf of Mexico, February- 
‘April SID) 967 —los. Unpubl, Rept.of the Dept, of Oceanogr, ; 
Teese A & M University, Ref. Meat. 1968d. 

. Leipper, D. F., Hydrographic station data, Gulf of Mexico, August 17- 
September 5, 1968, Nansen casts and STD, Unpubl. Rept. of the 
Depo: Oceanopr., Refs 68-1771, 1966e, 

McLellan, H. J., Elements of Physical Oceanography, 146 pp., 
Pergamon Press, New York, N. Y., 1965. 

Neuman, G., and W. J. Pierson, Jr., Principles of Physical Oceano- 
graphy, 545 pp., Prentice-Hall Inc., Englewood Cliffs, N. J., 
1966. 

Nowlin, W. D., J. M. Hubertz, and R. O. Reid, A detached eddy in the 


Gulf of Mexico, J. Marine Res., 26(2), 185-186, 1967. 





TOS 


Newldmie We Da, and H. J. McLellan, A characterization of the Gulf 
CMe leemuatersmimawinter, J). Marine Res., Z5(1), 29-59, 1967. 

Paris, J. F., Microwave radiometry and its application to marine 
meteorology and oceanography, Unpubl. Rept. of the Dept. of 
Oceanogr., Texas A & M University, Ref. 69-1T, 1969. 

Rell, He U., Physics of the Marine Atmosphere, 426 pp., Academic 
Press, New York, N. Y., 1965. 

Ryan, T. V., and P. J. Grim, A new technique for echo sounding 
corrections, International Hydrographic Review, 45(2), 41-58, 
1968. 

Schmitz, W. J., and W. S. Richardson, On the transport of the 
Florida Current, Deep-Sea Res., 15(6), 679-693, 1968. 

Seiwell, H. R., Application of the distribution of oxygen to the 

- physical oceanography of the Caribbean Sea eee onl, (ees 2hnl 
Phys. Oceanogr. and Meteorol., 6(1), 1938. 

Sower, L. A., Sound velocity formulas, Informal Oceanographic 
Manuscript No. 30-61, U. S. Naval Oceanographic Office, 
December, 1961. 

“Stommel, H., The Gulf Stream, second edition, 243 pp., University 
of California Press, 1965. 

Sverdrup, H. U., M. W. Johnson, and R. H. Fleming, The Oceans; 
Their Physics, Chemistry, and General Biology, 1087 pp., 
Pucnietce-natl ~~ Englewood Cliffs, N. J... 1942. 

TiGKei ew DEeG e.uand Be Ky iGazey., Applied Underwater Acoustics, 


239 pp., Pergamon Press, London, 1966. 


104 


U. S. Naval Oceanographic Office, Historical environmental data, 
Gulf of Mexico, Area 18, June, 1967. 

U. S. Naval Oceanographic Office, Atlas of pilot charts, Central 
American waters and South Atlantic Ocean, second edition, 
Hea@omeube No. 100m formerly te O. Pub. No. 576), 1955. 

U. S. Naval Oceanographic OSERee, Oceanographic atlas of the North 
Atlantic Ocean, Section I, Tides and Currents, H. O. Pub. 

No. 700, 1965. 
Van Schuyler, P., and A. A. Hunger, A volume scattering and 
oceanographic study of an area in the eastern Gulf of Mexico, 
_U. S. Naval Oceanographic Office, Informal Rept. No. 67-34, 
May, 1967. 
Wilkerson, J. W., Airborne Oceanography, Geo-Marine Technology, 
mG Joo. 1960, 

Wolff, P. M., L. P. Carstensen, and T. Laevastu, Analysis and 
forecasting of sea surface temperature, Fleet Numerical 
Weather ravectalciee Technical Note 8, 26 February 1965. 

Wust, G., Stratification and Circulation in the Antillean-Caribbean 
Basins, Pt. 1, 201 pp., Columbia University Press, New York, 


Newer LIO4. 





OS 


VITA 


Lieutenant Michael J. Schneider 
Born: 
September 10, 1939 at Summit, New Jersey 
Parents: 
John H. and Mary J. Schneider 
Education; 
U. S. Merchant Marine Academy, 1957 - 1961, B. S. in 
Nautical Science (summa cum laude) July, 196), 
Professional Experience: 
Commissioned as Ensign, USN, in July, 1961 and served in the 
Navy continuously since August, 1961. 
Permanent Address: 
M. J. Selineider 
7 Westridge Road 


Cooperstown, New York 13326 


This thesis was typed by Mrs. June Hagler. 
Af 











~ thes$3378 
A description of the physical oceanograp 


Te 


3 2768 002 00388 1 
DUDLEY KNOX LIBRARY 

















a 
_— 





